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properties  of  spent  acid,  which  should  have  been
determined before in the laboratory.
There is surely no step in the manufacture of TNT
which is entirely free from danger. Every step in
the process should receive the utmost attention, and
minor details should be worked out with the same
care as the greater problems, rather than to " take a
chance " that no accident will result.